From: spape <spape@arlok.com> 

Sent: Wed, 08 Aug 2012 16:19:14 +0000 
To: arobinson@neccrx.com 

Subject: 14d Sterility Results ARL#1 82460 Lot: 072320 12@ 125 Drug: Bacitracin 50,000 Units in 20ml 
0.9% Sodium Choride 


Attached are copies of your results. You may also access these results online. If you do not have an 
online account, visit www.arlok.com to register or contact Debbie Hunt dhunt@arlok.com for more 
information. ARL offers online sample submission and online results. Your information online, safe and 
secure when you need it. 

ARL recommends “packing 77 cold if potential degradation due to heat during shipping is possible. Please 
note that ice packs will collect moisture on the surface due to condensation. This moisture can cause 
problems with packaging, requisitions forms and sample labels. It is recommended that the ice pack(s) be 
placed inside a bag that is sealable such as a zip lock bag. Please pack samples appropriately to prevent 
breakage. 

If you have any questions, please contact us at (800) 393-1595. 

Thank you for your business. 

ARL News: 

ARL obtained ISO 17025:2005 laboratory accreditation through The American Association for 
Laboratory Accreditation (A2LA) in April 2010. Visit our website www.arlok.com for more details. 

ARL Survey: 

We value your input. Click http://survey.constantcontact.com/survey/a07e3dy7apsgk0hb2s9/start to tell 
us how we are doing. 

This message and any attachments are confidential and are intended for the personal attention of the 
addressee(s). If as a reader of this message you are not the intended recipient, you are hereby notified that 
any dissemination, distribution or copying of this communication is strictly prohibited, If you have 
received this message in error, please notify the sender and delele/deslroy the original message and any 
copies. Thank you. 
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ANALYTICAL RESEARCH LABORATORIES 

840 RESEARCH PARKWAY. SUITE 546 
OKLAHOMA CITY, OK 73104 
PHONE (405) 271- 1144 
FAX (405) 271- 1174 


Microbiology Report 

CLiENT : New England Compounding Center and 

Ameridose, LLC 
697 Waverly Street 
Framingham, MA 01702 


ARL#: 182460-01 

LOT #: 07232012@125 

D ESC RIPTION: Bacitracin 50,000 Units in 20ml 0.9% So d ium Cho ride 

DATE RECEI V ED : 07/ 25/ 2012 

STORAGE: 2°C to 8°C (35,6°Fto 46 ; 4°F) 
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ANALYSIS 

Limits 

Results 

Test 

Method 

Date 

T ested 

Sterility 

Sterile f Not Sterile 

Not Sterile 

USP 71 

07/ 25 / 2 Q 12 



08 / 08 / 2012 


Amar Arafat - Microbiologist Date Reported 

Sterility - 14 day sterility report. In accordance with the USP guidelines, the samples will he ine abated for 14 days. 


Results reported above relate only to the sample that was tested . 
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